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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee SECOM-A-226 


20 March 1980 


AGENDA 
Two Hundred and Twenty Ninth Meeting 
Wednesday, April 2, 1980, 10:00 a.m. 
Room 7E62, Langley Headquarters Building 
Preliminary Comments 
ITEM 1 Approval of minutes, SECOM-M-230 and 231 
ITEM 2 Subcommittee and Working Group reports 


ITEM 3 Action on revised draft of DCID 1/7 (sent to 
members by memorandum SECOM-D-131 dated 13 March 1980) 


ITEM 4 Old Business 
ITEM 5 New Business 


ITEM 6 Next Meeting 


Approved For Release 2004/12/22 : CIA-RDP82M00591R000200090013-8 


